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the tubes reaches zero, the air in B would be compressed,
and the water in the graduated tube C would not reach

FIG. 10.

the zero mark, in which case the tap g should be slightly
opened to allow of the escape of the excess of air.
Of course, once the apparatus has been adjusted the
bladder will empty itself after each operation.